AMENDMENT NO. 4 JANUARY 2018 
TO 
IS 10998 : 1984 SPECIFICATION FOR BINDI (LIQUID) 


(Page 3, foreword, clause 0.3, sentence 3) — Delete. 
(Page 3, footnote*) — Delete. 
(Page 4, clause 2.2.2) — Insert the following newclause at the end: 


“2.2.3For safety evaluation of novel ingredients used in formulation of BJNDI 
(liquid), the B/NDI (liquid) shall comply with IS 4011 : 1997 ‘Method of test for 
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safety evaluation of cosmetics (second revision)’. 
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